To: 1310 - Philadelphia ROU (METZG), Sullivan, Margaret 

From; Campbell, Judy 

Edited: 2/25/98 15:31 

Subject: CAMEL B2/.10 / DISPLAYS #541472 


DISPLAYS TRANSFERS: 

1210 

20 DISPLAYS WERE TRANSFERRED TO 1210 2/25/98 
1310 

30 DISPLAYS WERE TRANSFERRED TO 1310 2/25/98 
(REGION 1310 TRANSFERRED 150 SKUSTO 1610 LAST WEEK, WHICH 
WAS 30 SKUS TOO MANY. I TRANSFERRED BACK TO ENSURE YOU 
WOULD NOT BE SHORT DISPLAYS). 

J. CAMPBELL/1610 



■t % 


Source: https://www.industrydocuments.ucsf.edu/docs/fxdnOOOO 
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